
Office of Legislative Counsel 


OLC 78-1584/B 
8 June 1978 


Mr. Donald G. Sanders 
Special Counsel 

Morgan-Schmitt Select Committee 
on Ethics Subcommittee 
United States Senate 
Washington, D.C. 20510 

Dear Mr. Sanders; 


This is to advise that the secure area in | |of the Russell 

Senate Office Building has been accredited by the Director of Security 
as a sensitive compartmented information facility, for the storage and 
handling of intelligence materials controlled in the SI system. 


Pending your appointment of a permanent control officer for this 
facility, we will consider you as the interim custodian of compartmented 
material which may be forwarded to the facility. 


Sincerely 


Acting Chief, CoordinSajtion and 
Review StafA* 


STAT 


STAT 
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